ANNEXURE J 


SERVICE DELIVERY BUDGET IMPLEMENTATION PLAN - COMPONENT 4 - OPERATING 


FX CODE 

FX DESCRIPTION 

GL CODE 

PROJECT DESCRIPTION 

DEPARTMENT 

DRAFT 

BUDGET 

AMOUNT 

2017/2018 

DRAFT 

BUDGET 

AMOUNT 

2018/2019 

DRAFT 

BUDGET 

AMOUNT 

2019/2020 

WARD NUMBER 

RESPONSIBLE 
DEPUTY MUNICIPAL 
MANAGER 

WARD COUNCILLOR 

FX007001001 

Flousing 

196_B2 

Building Equipment Electrical - Unplanned Maintenance - Material 

CD 

5 000 

5100 

5 200 

All Wards 

NDONGA N 

All Councillors 

FX007001001 

Flousing 

232_B2 

Plumbing - Unplanned Maintenance - Material 

CD 

1 900 

2 000 

2100 

All Wards 

NDONGA N 

All Councillors 

FX001001003 

Cemeteries, Funeral Parlours and Crematoriums 

222_B2 

Machine Tools (Repairs To) - Unplanned Maintenance - Material 

COMMS 

1 101 900 

1 220 600 

1 253400 

All Wards 

NZUZA BV 

All Councillors 

FX001 001 005002 

Halls 

194_B4 

Air Conditioners - Unplanned Maintenance - Contracted Services 

COMMS 

12 300 

12 800 

14 000 

All Wards 

NZUZA BV 

All Councillors 

FX001 001 005002 

Halls 

196_B2 

Building Equipment Electrical - Unplanned Maintenance - Material 

COMMS 

80 600 

84 600 

88 800 

All Wards 

NZUZA BV 

All Councillors 

FX001 001 005002 

Halls 

198_B2 

Buildings Structural - Unplanned Maintenance - Material 

COMMS 

15 200 

15 800 

17 000 

All Wards 

NZUZA BV 

All Councillors 

FX001 001 005002 

Halls 

198_B4 

Buildings Structural - Unplanned Maintenance - Contracted Services 

COMMS 

13 900 

14 500 

15 000 

All Wards 

NZUZA BV 

All Councillors 

FX001 001 005002 

Halls 

222_B4 

Machine Tools (Repairs To) - Unplanned Maintenance - Contracted Services 

COMMS 

20 800 

21 600 

22 000 

All Wards 

NZUZA BV 

All Councillors 

FX001 001 005002 

Halls 

232_B2 

Plumbing - Unplanned Maintenance - Material 

COMMS 

2 600 

2 700 

3 500 

All Wards 

NZUZA BV 

All Councillors 

FX001 001 006001 

Libraries and Archives 

194_B4 

Air Conditioners - Unplanned Maintenance - Contracted Services 

COMMS 

2100 

2 300 

2 500 

All Wards 

NZUZA BV 

All Councillors 

FX001 001 006001 

Libraries and Archives 

196_B2 

Building Equipment Electrical - Unplanned Maintenance - Material 

COMMS 

4 000 

4 200 

4 200 

All Wards 

NZUZA BV 

All Councillors 

FX001 001 006001 

Libraries and Archives 

198_B2 

Buildings Structural - Unplanned Maintenance - Material 

COMMS 

5 700 

6 000 

6 300 

All Wards 

NZUZA BV 

All Councillors 

FX001 001 006001 

Libraries and Archives 

232_B2 

Plumbing - Unplanned Maintenance - Material 

COMMS 

4100 

4 400 

4 700 

All Wards 

NZUZA BV 

All Councillors 

FX001001008 

Museums and Art Galleries 

198_B2 

Buildings Structural - Unplanned Maintenance - Material 

COMMS 

1 600 

1 700 

1 800 

All Wards 

NZUZA BV 

All Councillors 

FX001001008 

Museums and Art Galleries 

232_B2 

Plumbing - Unplanned Maintenance - Material 

COMMS 

1 200 

1 200 

1 300 

All Wards 

NZUZA BV 

All Councillors 

FX001 002008 

Disaster Management 

226_B4 

Office Machinery (Repairs To) - Unplanned Maintenance -Contracted Services 

COMMS 

3 000 

3 500 

4 000 

All Wards 

NZUZA BV 

All Councillors 

FX005001 006003 

Occupational Clinic 

198_B2 

Buildings Structural - Unplanned Maintenance - Material 

COMMS 

9 500 

9 900 

10400 

All Wards 

NZUZA BV 

All Councillors 

FX005001 006003 

Occupational Clinic 

198_B4 

Buildings Structural - Unplanned Maintenance - Contracted Services 

COMMS 

10 900 

11 300 

11 900 

All Wards 

NZUZA BV 

All Councillors 

FX005001 006003 

Occupational Clinic 

214_B4 

Furniture & Fittings (Repairs To) - Unplanned Maintenance - Contracted 
Services 

COMMS 

10 900 

11 300 

11 900 

All Wards 

NZUZA BV 

All Councillors 

FX005001 006003 

Occupational Clinic 

222_B4 

Machine Tools (Repairs To) - Unplanned Maintenance - Contracted Services 

COMMS 

6 600 

6 900 

7 300 

All Wards 

NZUZA BV 

All Councillors 

FX005001 006003 

Occupational Clinic 

226_B4 

Office Machinery (Repairs To) - Unplanned Maintenance -Contracted Services 

COMMS 

2 700 

2 800 

3 000 

All Wards 

NZUZA BV 

All Councillors 

FX01 1001 005 

Fire Fighting and Protection 

198_B2 

Buildings Structural - Unplanned Maintenance - Material 

COMMS 

4 000 

4 200 

4 500 

All Wards 

NZUZA BV 

All Councillors 

FX01 1001 005 

Fire Fighting and Protection 

202_0 

Expenditure: Operational Cost - Signage 

COMMS 

2 500 

2 700 

2 900 

All Wards 

NZUZA BV 

All Councillors 

FX01 1001 005 

Fire Fighting and Protection 

214_B4 

Furniture & Fittings (Repairs To) - Unplanned Maintenance - Contracted 
Services 

COMMS 

4 900 

5100 

5400 

All Wards 

NZUZA BV 

All Councillors 

FX01 1001 005 

Fire Fighting and Protection 

222_B4 

Machine Tools (Repairs To) - Unplanned Maintenance - Contracted Services 

COMMS 

67100 

69 800 

73 300 

All Wards 

NZUZA BV 

All Councillors 


x92885al.xlsx 


COMPONENT 4 - OPERATING 


2017/03/27 



































































































































































































































































































ANNEXURE J 


SERVICE DELIVERY BUDGET IMPLEMENTATION PLAN - COMPONENT 4 - OPERATING 


FX CODE 

FX DESCRIPTION 

GL CODE 

PROJECT DESCRIPTION 

DEPARTMENT 

DRAFT 

BUDGET 

AMOUNT 

2017/2018 

DRAFT 

BUDGET 

AMOUNT 

2018/2019 

DRAFT 

BUDGET 

AMOUNT 

2019/2020 

WARD NUMBER 

RESPONSIBLE 
DEPUTY MUNICIPAL 
MANAGER 

WARD COUNCILLOR 

FX01 2001 005 

Taxi Ranks 

202_0 

Expenditure: Operationai Cost - Signage 

COMMS 

500 

500 

500 

All Wards 

NZUZA BV 

All Councillors 

FX01 3001 001 

Beaches and Jetties 

194_B4 

Air Conditioners - Unpianned Maintenance - Contracted Services 

COMMS 

3 300 

3 500 

3 700 

All Wards 

NZUZA BV 

All Councillors 

FX01 3001 001 

Beaches and Jetties 

196_B2 

Buiiding Equipment Eiectricai - Unpianned Maintenance - Materiai 

COMMS 

3 500 

3 600 

3 800 

All Wards 

NZUZA BV 

All Councillors 

FX01 3001 001 

Beaches and Jetties 

198_B2 

Buiidings Structurai - Unpianned Maintenance - Materiai 

COMMS 

1 200 

1 300 

1400 

All Wards 

NZUZA BV 

All Councillors 

FX01 3001 001 

Beaches and Jetties 

198_B4 

Buiidings Structurai - Unpianned Maintenance - Contracted Services 

COMMS 

2 900 

3100 

3 300 

All Wards 

NZUZA BV 

All Councillors 

FX01 3001 001 

Beaches and Jetties 

202_0 

Expenditure: Operationai Cost - Signage 

COMMS 

9 600 

10 200 

10 800 

All Wards 

NZUZA BV 

All Councillors 

FX01 3001 001 

Beaches and Jetties 

222_B4 

Machine Toois (Repairs To) - Unpianned Maintenance - Contracted Services 

COMMS 

3 500 

37 000 

3 900 

All Wards 

NZUZA BV 

All Councillors 

FX01 3001 001 

Beaches and Jetties 

232_B2 

Piumbing - Unpianned Maintenance - Materiai 

COMMS 

7 400 

7 800 

8 200 

All Wards 

NZUZA BV 

All Councillors 

FX01 3001 002 

Community Parks (inciuding Nurseries) 

222_B2 

Machine Toois (Repairs To) - Unpianned Maintenance - Materiai 

COMMS 

1 101 900 

1 220 600 

1 253400 

All Wards 

NZUZA BV 

All Councillors 

FX01 3002003003 

Recreationai Faciiities - Swimming Poois 

194_B4 

Air Conditioners - Unpianned Maintenance - Contracted Services 

COMMS 

1 300 

1 400 

1 500 

All Wards 

NZUZA BV 

All Councillors 

FX01 3002003003 

Recreationai Faciiities - Swimming Poois 

196_B2 

Buiiding Equipment Eiectricai - Unpianned Maintenance - Materiai 

COMMS 

21 200 

22 000 

22 900 

All Wards 

NZUZA BV 

All Councillors 

FX01 3002003003 

Recreationai Faciiities - Swimming Poois 

198_B2 

Buiidings Structurai - Unpianned Maintenance - Materiai 

COMMS 

5 900 

6100 

6 300 

All Wards 

NZUZA BV 

All Councillors 

FX01 3002003003 

Recreationai Faciiities - Swimming Poois 

222_B4 

Machine Toois (Repairs To) - Unpianned Maintenance - Contracted Services 

COMMS 

1 500 

1 600 

1 700 

All Wards 

NZUZA BV 

All Councillors 

FX01 3002003003 

Recreationai Faciiities - Swimming Poois 

232_B2 

Piumbing - Unpianned Maintenance - Materiai 

COMMS 

7100 

7 400 

7 700 

All Wards 

NZUZA BV 

All Councillors 

FX01 3002004001 

Sport Deveiopment and Sportfieids 

194_B2 

Air Conditioners - Unpianned Maintenance - Materiai 

COMMS 

1 300 

1 400 

1 500 

All Wards 

NZUZA BV 

All Councillors 

FX01 3002004001 

Sport Deveiopment and Sportfieids 

194_B4 

Air Conditioners - Unpianned Maintenance - Contracted Services 

COMMS 

5 900 

6100 

6 300 

All Wards 

NZUZA BV 

All Councillors 

FX01 3002004001 

Sport Deveiopment and Sportfieids 

196_B2 

Buiiding Equipment Eiectricai - Unpianned Maintenance - Materiai 

COMMS 

223 400 

232 300 

241 600 

All Wards 

NZUZA BV 

All Councillors 

FX01 3002004001 

Sport Deveiopment and Sportfieids 

198_B2 

Buiidings Structurai - Unpianned Maintenance - Material 

COMMS 

5 900 

6100 

6 300 

All Wards 

NZUZA BV 

All Councillors 

FX01 3002004001 

Sport Deveiopment and Sportfieids 

202_0 

Expenditure: Operational Cost - Signage 

COMMS 

2 000 

2100 

2 200 

All Wards 

NZUZA BV 

All Councillors 

FX01 3002004001 

Sport Deveiopment and Sportfieids 

216_B2 

Grounds And Fencing - Unplanned Maintenance - Material 

COMMS 

1 400 

1 500 

1 600 

All Wards 

NZUZA BV 

All Councillors 

FX01 3002004001 

Sport Deveiopment and Sportfieids 

222_B2 

Machine Tools (Repairs To) - Unplanned Maintenance - Material 

COMMS 

152 300 

160 000 

16 800 

All Wards 

NZUZA BV 

All Councillors 

FX01 3002004001 

Sport Deveiopment and Sportfieids 

232_B2 

Plumbing - Unplanned Maintenance - Material 

COMMS 

13 500 

14 000 

14 600 

All Wards 

NZUZA BV 

All Councillors 

FX01 3002004001 

Sport Deveiopment and Sportfieids 

232_B4 

Plumbing - Unplanned Maintenance - Contracted Services 

COMMS 

1 600 

1 700 

1 800 

All Wards 

NZUZA BV 

All Councillors 

FX01 3002004002 

Sports Grounds and Stadiums - Stadium 

202_0 

Expenditure: Operational Cost - Signage 

COMMS 

5 000 

5 300 

5 600 

All Wards 

NZUZA BV 

All Councillors 

FX01 4001 003 

Soiid Waste Removai 

202_0 

Expenditure: Operational Cost - Signage 

COMMS 

3 500 

3 700 

3 900 

All Wards 

NZUZA BV 

All Councillors 
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ANNEXURE J 


SERVICE DELIVERY BUDGET IMPLEMENTATION PLAN - COMPONENT 4 - OPERATING 


FX CODE 

FX DESCRIPTION 

GL CODE 

PROJECT DESCRIPTION 

DEPARTMENT 

DRAFT 

BUDGET 

AMOUNT 

2017/2018 

DRAFT 

BUDGET 

AMOUNT 

2018/2019 

DRAFT 

BUDGET 

AMOUNT 

2019/2020 

WARD NUMBER 

RESPONSIBLE 
DEPUTY MUNICIPAL 
MANAGER 

WARD COUNCILLOR 

FX01 4001 003 

Solid Waste Removal 

222_B4 

Machine Tools (Repairs To) - Unplanned Maintenance - Contracted Services 

COMMS 

65 000 

67 300 

68 300 

All Wards 

NZUZA BV 

All Councillors 

FX01 5001 001 

Public Toilets 

198_B2 

Buildings Structural - Unplanned Maintenance - Material 

COMMS 

1 200 

1 200 

1 200 

All Wards 

NZUZA BV 

All Councillors 

FX01 5001 001 

Public Toilets 

216_B2 

Grounds And Fencing - Unplanned Maintenance - Material 

COMMS 

1 800 

1 900 

2 000 

All Wards 

NZUZA BV 

All Councillors 

FX01 5001 001 

Public Toilets 

232_B2 

Plumbing - Unplanned Maintenance - Material 

COMMS 

1 800 

1 900 

2 000 

All Wards 

NZUZA BV 

All Councillors 

FX004001001001 

Mayor and Council 

222_B4 

Machine Tools (Repairs To) - Unplanned Maintenance - Contracted Services 

CS 

3 600 

3 700 

3 800 

All Wards 

MASONDO SS 

All Councillors 

FX005001007 

Information Technology 

227_B4 

Network Infrastructure - Repairs - Unplanned Maintenance - Contracted 
Services 

CS 

245 300 

255 100 

265 300 

All Wards 

MASONDO SS 

All Councillors 

FX005001010 

Property Services 

196_B2 

Building Equipment Electrical - Unplanned Maintenance - Material 

CS 

1 200 

1 200 

1 200 

All Wards 

MASONDO SS 

All Councillors 

FX005001010 

Property Services 

196_B4 

Building Equipment Electrical - Unplanned Maintenance - Contracted Services 

CS 

1 900 

2 000 

2100 

All Wards 

MASONDO SS 

All Councillors 

FX005001010 

Property Services 

198_B2 

Buildings Structural - Unplanned Maintenance - Material 

CS 

1 600 

1 700 

1 800 

All Wards 

MASONDO SS 

All Councillors 

FX005001010 

Property Services 

232_B2 

Plumbing - Unplanned Maintenance - Material 

CS 

1 800 

1 900 

2 000 

All Wards 

MASONDO SS 

All Councillors 

FX005001 003002 

Revenue and Expenditure 

222_B4 

Machine Tools (Repairs To) - Unplanned Maintenance -Contracted Services 

FS 

500 

500 

500 

All Wards 

KUNENE M 

All Councillors 

FX005001013 

Supply Chain Management 

222_B4 

Machine Tools (Repairs To) - Unplanned Maintenance - Contracted Services 

FS 

5 000 

5 200 

5400 

All Wards 

KUNENE M 

All Councillors 

FX001 001 005001 

Buildings Maintenance 

194_B2 

Air Conditioners - Unplanned Maintenance - Material 

l&TS 

11 800 

12 300 

12 800 

All Wards 

HLELA S 

All Councillors 

FX001 001 005001 

Buildings Maintenance 

194_B4 

Air Conditioners - Unplanned Maintenance - Contracted Services 

l&TS 

882 000 

917 300 

954 000 

All Wards 

HLELA S 

All Councillors 

FX001 001 005001 

Buildings Maintenance 

196_B2 

Building Equipment Electrical - Unplanned Maintenance - Material 

l&TS 

76 400 

79 500 

82 700 

All Wards 

HLELA S 

All Councillors 

FX001 001 005001 

Buildings Maintenance 

196_B4 

Building Equipment Electrical - Unplanned Maintenance - Contracted Services 

l&TS 

11 800 

12 300 

12 800 

All Wards 

HLELA S 

All Councillors 

FX001 001 005001 

Buildings Maintenance 

198_B2 

Buildings Structural - Unplanned Maintenance - Material 

l&TS 

73 800 

76 800 

79 900 

All Wards 

HLELA S 

All Councillors 

FX001 001 005001 

Buildings Maintenance 

216_B2 

Grounds And Fencing - Unplanned Maintenance - Material 

l&TS 

4 800 

5 000 

5 200 

All Wards 

HLELA S 

All Councillors 

FX001 001 005001 

Buildings Maintenance 

222_B4 

Machine Tools (Repairs To) - Unplanned Maintenance -Contracted Services 

l&TS 

8 800 

9 200 

9 600 

All Wards 

HLELA S 

All Councillors 

FX001 001 005001 

Buildings Maintenance 

232_B2 

Plumbing - Unplanned Maintenance - Material 

l&TS 

18100 

18 800 

19 600 

All Wards 

HLELA S 

All Councillors 

FX001 001 005001 

Buildings Maintenance 

232_B4 

Plumbing - Unplanned Maintenance - Contracted Services 

l&TS 

3 900 

4100 

4 300 

All Wards 

HLELA S 

All Councillors 

FX002001001001 

Marketing and Customer relations 

222_B4 

Machine Tools (Repairs To) - Unplanned Maintenance - Contracted Services 

l&TS 

600 

600 

600 

All Wards 

HLELA S 

All Councillors 

FX002001001001 

Marketing and Customer relations 

226_B4 

Office Machinery (Repairs To) - Unplanned Maintenance -Contracted Services 

l&TS 

1 300 

1 400 

1 500 

All Wards 

HLELA S 

All Councillors 

FX002001001001 

Marketing and Customer relations 

238_B2 

Retie. Maintenance - Unplanned Maintenance - Material 

l&TS 

923 400 

1 000 000 

1 100 000 

All Wards 

HLELA S 

All Councillors 

FX002001001001 

Marketing and Customer relations 

238_B4 

Retie. Maintenance - Unplanned Maintenance - Contracted Services 

l&TS 

3 751 300 

3 938 900 

4 135 800 

All Wards 

HLELA S 

All Councillors 
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ANNEXURE J 


SERVICE DELIVERY BUDGET IMPLEMENTATION PLAN - COMPONENT 4 - OPERATING 


FX CODE 

FX DESCRIPTION 

GL CODE 

PROJECT DESCRIPTION 

DEPARTMENT 

DRAFT 

BUDGET 

AMOUNT 

2017/2018 

DRAFT 

BUDGET 

AMOUNT 

2018/2019 

DRAFT 

BUDGET 

AMOUNT 

2019/2020 

WARD NUMBER 

RESPONSIBLE 
DEPUTY MUNICIPAL 
MANAGER 

WARD COUNCILLOR 

FX002001001003 

Process Control Systems 

220_B2 

Traffic Signals Maintenance - Unplanned Maintenance - Material 

l&TS 

3 600 

3 700 

3 800 

All Wards 

HLELA S 

All Councillors 

FX002001001004 

Electricity and Gas Distribution and Planning 

198_B2 

Buildings Structural - Unplanned Maintenance - Material 

l&TS 

7 000 

7 300 

7 600 

All Wards 

HLELA S 

All Councillors 

FX002001001004 

Electricity and Gas Distribution and Planning 

222_B4 

Machine Tools (Repairs To) - Unplanned Maintenance - Contracted Services 

l&TS 

53 700 

55 800 

58 000 

All Wards 

HLELA S 

All Councillors 

FX002001001004 

Electricity and Gas Distribution and Planning 

232_B2 

Plumbing - Unplanned Maintenance - Material 

l&TS 

2100 

2 200 

2 300 

All Wards 

HLELA S 

All Councillors 

FX002001001004 

Electricity and Gas Distribution and Planning 

238_15A2 

Retie. Maintenance - Planned Maintenance - Material Retie West 

l&TS 

955 300 

3 208 100 

3 368 600 

All Wards 

HLELA S 

All Councillors 

FX002001001004 

Electricity and Gas Distribution and Planning 

238_15A4 

Retie. Maintenance - Planned Maintenance - Contracted Services Retie West 

l&TS 

1 851 000 

2 258 500 

23 715 000 

All Wards 

HLELA S 

All Councillors 

FX002001001004 

Electricity and Gas Distribution and Planning 

238_15B2 

Retie. Maintenance - Unplanned Maintenance - Material Retie West 

l&TS 

623 000 

647 900 

673 800 

All Wards 

HLELA S 

All Councillors 

FX002001001004 

Electricity and Gas Distribution and Planning 

238_15B4 

Retie. Maintenance - Unplanned Maintenance - Contracted Services Retie 

West 

l&TS 

163 400 

171 700 

180100 

All Wards 

HLELA S 

All Councillors 

FX002001001004 

Electricity and Gas Distribution and Planning 

238_1A2 

Retie. Maintenance - Planned Maintenance - Material 132Kv Distribution 

l&TS 

1 344 200 

1 398 000 

1 453 900 

All Wards 

HLELA S 

All Councillors 

FX002001001004 

Electricity and Gas Distribution and Planning 

238_1A4 

Retie. Maintenance - Planned Maintenance - Contracted Services 132Kv 
Distribution 

l&TS 

3 046 500 

3198 800 

3 358 800 

All Wards 

HLELA S 

All Councillors 

FX002001001004 

Electricity and Gas Distribution and Planning 

238_1B2 

Retie. Maintenance - Unplanned Maintenance - Material 132Kv Distribution 

l&TS 

817 800 

858 700 

901 600 

All Wards 

HLELA S 

All Councillors 

FX002001001004 

Electricity and Gas Distribution and Planning 

238_1B4 

Retie. Maintenance - Unplanned Maintenance - Contracted Services 132Kv 
Distribution 

l&TS 

1 250 600 

1313100 

1 378 800 

All Wards 

HLELA S 

All Councillors 

FX002001001004 

Electricity and Gas Distribution and Planning 

238_3A2 

Retie. Maintenance - Planned Maintenance - Material Retie North 

l&TS 

860 000 

903 000 

948 200 

All Wards 

HLELA S 

All Councillors 

FX002001001004 

Electricity and Gas Distribution and Planning 

238_3A4 

Retie. Maintenance - Planned Maintenance - Contracted Services Retie North 

l&TS 

1 765 000 

1 853 300 

1 945 900 

All Wards 

HLELA S 

All Councillors 

FX002001001004 

Electricity and Gas Distribution and Planning 

238_3B2 

Retie. Maintenance - Unplanned Maintenance - Material Retie North 

l&TS 

1 701 700 

1 786 800 

1 876 200 

All Wards 

HLELA S 

All Councillors 

FX002001001004 

Electricity and Gas Distribution and Planning 

238_3B4 

Retie. Maintenance - Unplanned Maintenance - Contracted Services Retie 
North 

l&TS 

154100 

160 300 

166 700 

All Wards 

HLELA S 

All Councillors 

FX002001001004 

Electricity and Gas Distribution and Planning 

238_5A2 

Retie. Maintenance - Planned Maintenance - Material Retie South 

l&TS 

932 200 

978 200 

1 027 900 

All Wards 

HLELA S 

All Councillors 

FX002001001004 

Electricity and Gas Distribution and Planning 

238_5A4 

Retie. Maintenance - Planned Maintenance - Contracted Services Retie South 

l&TS 

932 200 

978 900 

1 027 700 

All Wards 

HLELA S 

All Councillors 

FX002001001004 

Electricity and Gas Distribution and Planning 

238_5B2 

Retie. Maintenance - Unplanned Maintenance - Material Retie South 

l&TS 

1 167 000 

2 275 400 

2 389 200 

All Wards 

HLELA S 

All Councillors 

FX002001001004 

Electricity and Gas Distribution and Planning 

238_5B4 

Retie. Maintenance - Unplanned Maintenance - Contracted Services Retie 
South 

l&TS 

154 100 

160 300 

166 700 

All Wards 

HLELA S 

All Councillors 

FX002001001004 

Electricity and Gas Distribution and Planning 

238_6B2 

Retie. Maintenance - Unplanned Maintenance - Material Retie Retie Metering 

l&TS 

79 700 

82 900 

86 200 

All Wards 

HLELA S 

All Councillors 

FX002001002 

Street Lighting 

238_20A2 

Retie. Maintenance - Planned Maintenance - Material East 

l&TS 

513 900 

534 500 

555 900 

All Wards 

HLELA S 

All Councillors 

FX002001002 

Street Lighting 

238_20B2 

Retie. Maintenance - Unplanned Maintenance - Material East 

l&TS 

468 000 

486 700 

506 200 

All Wards 

HLELA S 

All Councillors 

FX002001002 

Street Lighting 

238_21A2 

Retie. Maintenance - Planned Maintenance - Material West 

l&TS 

513 900 

534 500 

555 900 

All Wards 

HLELA S 

All Councillors 

FX002001002 

Street Lighting 

238_21B2 

Retie. Maintenance - Unplanned Maintenance - Material West 

l&TS 

468 000 

486 700 

506 200 

All Wards 

HLELA S 

All Councillors 
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ANNEXURE J 


SERVICE DELIVERY BUDGET IMPLEMENTATION PLAN - COMPONENT 4 - OPERATING 


FX CODE 

FX DESCRIPTION 

GL CODE 

PROJECT DESCRIPTION 

DEPARTMENT 

DRAFT 

BUDGET 

AMOUNT 

2017/2018 

DRAFT 

BUDGET 

AMOUNT 

2018/2019 

DRAFT 

BUDGET 

AMOUNT 

2019/2020 

WARD NUMBER 

RESPONSIBLE 
DEPUTY MUNICIPAL 
MANAGER 

WARD COUNCILLOR 

FX002001002 

Street Lighting 

238_B2 

Retie. Maintenance - Unplanned Maintenance - Material 

l&TS 

200 200 

208 200 

216 500 

All Wards 

HLELA S 

All Councillors 

FX002001002 

Street Lighting 

252_20A2 

Streetlight Poles - Planned Maintenance - Material East 

l&TS 

446 900 

464 800 

483400 

All Wards 

HLELA S 

All Councillors 

FX002001002 

Street Lighting 

252_20A4 

Streetlight Poles - Planned Maintenance - Contracted Services East 

l&TS 

325 000 

338 000 

351 500 

All Wards 

HLELA S 

All Councillors 

FX002001002 

Street Lighting 

252_20B2 

Streetlight Poles - Unplanned Maintenance - Material East 

l&TS 

491 700 

511 400 

531 900 

All Wards 

HLELA S 

All Councillors 

FX002001002 

Street Lighting 

252_21A2 

Streetlight Poles - Planned Maintenance - Material West 

l&TS 

447 000 

464 900 

483 500 

All Wards 

HLELA S 

All Councillors 

FX002001002 

Street Lighting 

252_21A4 

Streetlight Poles - Planned Maintenance - Contracted Services West 

l&TS 

325 000 

338 000 

351 500 

All Wards 

HLELA S 

All Councillors 

FX002001002 

Street Lighting 

252_21B2 

Streetlight Poles - Unplanned Maintenance - Material West 

l&TS 

483 000 

502 300 

522400 

All Wards 

HLELA S 

All Councillors 

FX002001002 

Street Lighting 

252_B2 

Streetlight Poles - Unplanned Maintenance - Material 

l&TS 

21 200 

22 000 

22 900 

All Wards 

HLELA S 

All Councillors 

FX005001005 

Fleet Management 

260_B2 

Vehicles - Unplanned Maintenance - Material 

l&TS 

5 345 200 

5 612 500 

5 896100 

All Wards 

HLELA S 

All Councillors 

FX005001005 

Fleet Management 

260_B4 

Vehicles - Unplanned Maintenance - Contracted Services 

l&TS 

2 879 000 

2 928 500 

3 074 900 

All Wards 

HLELA S 

All Councillors 

FX01 0001 007001 

Project Management Unit - Administration 

214_B4 

Furniture & Fittings (Repairs To) - Unplanned Maintenance - Contracted 
Services 

l&TS 

5 600 

5 800 

6 000 

All Wards 

HLELA S 

All Councillors 

FX01 2001 004002 

Roads - Urban Roads 

202_0 

Expenditure: Operational Cost - Signage 

l&TS 

7 200 

7 500 

7 800 

All Wards 

HLELA S 

All Councillors 

FX01 2001 004002 

Roads - Urban Roads 

214_B4 

Furniture & Fittings (Repairs To) - Unplanned Maintenance - Contracted 
Services 

l&TS 

18100 

18 800 

19 600 

All Wards 

HLELA S 

All Councillors 

FX01 2001 004002 

Roads - Urban Roads 

220_B2 

Traffic Signals Maintenance - Unplanned Maintenance - Material 

l&TS 

- 

- 

- 

All Wards 

HLELA S 

All Councillors 

FX01 2001 004002 

Roads - Urban Roads 

222_B4 

Machine Tools (Repairs To) - Unplanned Maintenance -Contracted Services 

l&TS 

11 200 

11 600 

12100 

All Wards 

HLELA S 

All Councillors 

FX01 2001 004002 

Roads - Urban Roads 

240_B2 

Road Maintenance - Unplanned Maintenance - Material 

l&TS 

12100 

12 600 

13100 

All Wards 

HLELA S 

All Councillors 

FX01 2001 004002 

Roads - Urban Roads 

254_B2 

Streets And Parking - Unplanned Maintenance - Material 

l&TS 

180 000 

187 200 

194 700 

All Wards 

HLELA S 

All Councillors 

FX01 2001 004002 

Roads - Urban Roads 

254_B4 

Streets And Parking - Unplanned Maintenance - Contracted Services 

l&TS 

200 000 

208 000 

216 300 

All Wards 

HLELA S 

All Councillors 

FX01 2001 004002 

Roads - Urban Roads 

254_B6 

Streets And Parking - Unplanned Maintenance - Flire Of Plant And Equipment 

l&TS 

200 000 

208 000 

216 300 

All Wards 

HLELA S 

All Councillors 

FX01 2001 004002 

Roads - Urban Roads 

262_B2 

Walkways Obstructions - Unplanned Maintenance - Material 

l&TS 

100 000 

104 000 

108 200 

All Wards 

HLELA S 

All Councillors 

FX01 2001 004003 

Roads - Rural Roads 

222_B4 

Machine Tools (Repairs To) - Unplanned Maintenance - Contracted Services 

l&TS 

10 500 

10 900 

11 300 

All Wards 

HLELA S 

All Councillors 

FX01 2001 004003 

Roads - Rural Roads 

243_B2 

Pedestrain Bridges And Walkways - Unplanned Maintenance - Material 

l&TS 

100 000 

104 000 

108 200 

All Wards 

HLELA S 

All Councillors 

FX01 2001 004003 

Roads - Rural Roads 

247_B2 

Rural Roads - Unplanned Maintenance - Material 

l&TS 

- 

- 

- 

All Wards 

HLELA S 

All Councillors 

FX01 2001 004003 

Roads - Rural Roads 

247_B4 

Rural Roads - Unplanned Maintenance - Contracted Services 

l&TS 

- 

- 

- 

All Wards 

HLELA S 

All Councillors 

FX01 5001 002002 

Sewerage - Pumpstations 

196_B4 

Building Equipment Electrical - Unplanned Maintenance - Contracted Services 

l&TS 

369 400 

384 200 

399 600 

All Wards 

HLELA S 

All Councillors 
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ANNEXURE J 


SERVICE DELIVERY BUDGET IMPLEMENTATION PLAN - COMPONENT 4 - OPERATING 


FX CODE 

FX DESCRIPTION 

GL CODE 

PROJECT DESCRIPTION 

DEPARTMENT 

DRAFT 

BUDGET 

AMOUNT 

2017/2018 

DRAFT 

BUDGET 

AMOUNT 

2018/2019 

DRAFT 

BUDGET 

AMOUNT 

2019/2020 

WARD NUMBER 

RESPONSIBLE 
DEPUTY MUNICIPAL 
MANAGER 

WARD COUNCILLOR 

FX01 5001 002002 

Sewerage - Pumpstations 

198_B2 

Buildings Structural - Unplanned Maintenance - Material 

l&TS 

5 300 

5 500 

5 700 

All Wards 

HLELA S 

All Councillors 

FX01 5001 002002 

Sewerage - Pumpstations 

210_B2 

Fixed Equipment Buildings - Unplanned Maintenance - Material 

l&TS 

183 400 

190 700 

198 300 

All Wards 

HLELA S 

All Councillors 

FX01 5001 002002 

Sewerage - Pumpstations 

210_B4 

Fixed Equipment Buildings - Unplanned Maintenance - Contracted Services 

l&TS 

701 500 

726 100 

762400 

All Wards 

HLELA S 

All Councillors 

FX01 5001 002002 

Sewerage - Pumpstations 

222_B4 

Machine Tools (Repairs To) - Unplanned Maintenance - Contracted Services 

l&TS 

31 500 

32 800 

34100 

All Wards 

HLELA S 

All Councillors 

FX01 5001 002002 

Sewerage - Pumpstations 

232_B2 

Plumbing - Unplanned Maintenance - Material 

l&TS 

1 800 

1 900 

2 000 

All Wards 

HLELA S 

All Councillors 

FX01 5001 002003 

Sewerage - Sewerage Network 

204_B2 

Distribution Mains - Unplanned Maintenance - Material 

l&TS 

36 800 

38 300 

39 800 

All Wards 

HLELA S 

All Councillors 

FX01 5001 002003 

Sewerage - Sewerage Network 

204_B4 

Distribution Mains - Unplanned Maintenance - Contracted Services 

l&TS 

162 900 

169 400 

176 200 

All Wards 

HLELA S 

All Councillors 

FX01 5001 002003 

Sewerage - Sewerage Network 

204_B6 

Distribution Mains - Unplanned Maintenance - Flire Of Plant And Equipment 

l&TS 

58 400 

60 700 

63100 

All Wards 

HLELA S 

All Councillors 

FX01 5001 002003 

Sewerage - Sewerage Network 

222_B4 

Machine Tools (Repairs To) - Unplanned Maintenance - Contracted Services 

l&TS 

7 000 

7 300 

7 600 

All Wards 

HLELA S 

All Councillors 

FX01 5001 002003 

Sewerage - Sewerage Network 

238_B2 

Retie. Maintenance - Unplanned Maintenance - Material 

l&TS 

4 541 700 

4 701 000 

4 959 600 

All Wards 

HLELA S 

All Councillors 

FX01 5001 002003 

Sewerage - Sewerage Network 

238_B4 

Retie. Maintenance - Unplanned Maintenance - Contracted Services 

l&TS 

90 700 

94 300 

98100 

All Wards 

HLELA S 

All Councillors 

FX01 5001 002003 

Sewerage - Sewerage Network 

238_B6 

Retie. Maintenance - Unplanned Maintenance - Flire Of Plant And Equipment 

l&TS 

96 400 

100 300 

104 300 

All Wards 

HLELA S 

All Councillors 

FX01 5001 003 

Storm Water Management 

242_B2 

S.W.N. (All P/Lines) - Unplanned Maintenance - Material 

l&TS 

100 000 

104 000 

108 200 

All Wards 

HLELA S 

All Councillors 

FX01 5001 003 

Storm Water Management 

242_B4 

S.W.N. (All P/Lines) - Unplanned Maintenance - Contracted Services 

l&TS 

100 000 

104 000 

108 200 

All Wards 

HLELA S 

All Councillors 

FX01 5001 003 

Storm Water Management 

242_B6 

S.W.N. (All P/Lines) - Unplanned Maintenance - Flire Of Plant And Equipment 

l&TS 

97 000 

100 900 

104 900 

All Wards 

HLELA S 

All Councillors 

FX01 5001 003 

Storm Water Management 

244_B4 

S.W.N. (Int.D/Ditches) - Unplanned Maintenance - Contracted Services 

l&TS 

380 000 

395 200 

411 000 

All Wards 

HLELA S 

All Councillors 

FX01 5001 003 

Storm Water Management 

244_B6 

S.W.N. (Int.D/Ditches) - Unplanned Maintenance - Flire Of Plant And 

Equipment 

l&TS 

150 000 

156 000 

162 200 

All Wards 

HLELA S 

All Councillors 

FX01 5001 003 

Storm Water Management 

246_B4 

S.W.N. (Other S/Drain) - Unplanned Maintenance - Contracted Services 

l&TS 

400 000 

416 000 

432 600 

All Wards 

HLELA S 

All Councillors 

FX01 6001 001 002 

Water Treatment - Purification works 

238_B4 

Retie. Maintenance - Unplanned Maintenance - Contracted Services 

l&TS 

1 759 500 

1 847 500 

1 939 900 

All Wards 

HLELA S 

All Councillors 

FX01 6001 001 003 

Water T reatment - Scientific Services 

210_B2 

Fixed Equipment Buildings - Unplanned Maintenance - Material 

l&TS 

600 

600 

600 

All Wards 

HLELA S 

All Councillors 

FX01 6001 001 003 

Water T reatment - Scientific Services 

222_B4 

Machine Tools (Repairs To) - Unplanned Maintenance -Contracted Services 

l&TS 

139 800 

145 400 

151 200 

All Wards 

HLELA S 

All Councillors 

FX01 6001 002001 

Water Distribution - Rural Water 

222_B4 

Machine Tools (Repairs To) - Unplanned Maintenance -Contracted Services 

l&TS 

26 300 

27400 

28 500 

All Wards 

HLELA S 

All Councillors 

FX01 6001 002001 

Water Distribution - Rural Water 

224_B2 

Meters - Unplanned Maintenance - Material 

l&TS 

37 600 

39100 

40 700 

All Wards 

HLELA S 

All Councillors 

FX01 6001 002001 

Water Distribution - Rural Water 

238_B2 

Retie. Maintenance - Unplanned Maintenance - Material 

l&TS 

438 100 

455 600 

473 800 

All Wards 

HLELA S 

All Councillors 

FX01 6001 002002 

Water Distribution - Urban Water 

204_B2 

Distribution Mains - Unplanned Maintenance - Material 

l&TS 

25100 

26100 

27100 

All Wards 

HLELA S 

All Councillors 
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ANNEXURE J 


SERVICE DELIVERY BUDGET IMPLEMENTATION PLAN - COMPONENT 4 - OPERATING 


FX CODE 

FX DESCRIPTION 

GL CODE 

PROJECT DESCRIPTION 

DEPARTMENT 

DRAFT 

BUDGET 

AMOUNT 

2017/2018 

DRAFT 

BUDGET 

AMOUNT 

2018/2019 

DRAFT 

BUDGET 

AMOUNT 

2019/2020 

WARD NUMBER 

RESPONSIBLE 
DEPUTY MUNICIPAL 
MANAGER 

WARD COUNCILLOR 

FX01 6001 002002 

Water Distribution - Urban Water 

222_B4 

Machine Tools (Repairs To) - Unplanned Maintenance - Contracted Services 

l&TS 

7 000 

7 300 

7 600 

All Wards 

HLELA S 

All Councillors 

FX01 6001 002002 

Water Distribution - Urban Water 

224_B2 

Meters - Unplanned Maintenance - Material 

l&TS 

657 500 

680 500 

717 900 

All Wards 

HLELA S 

All Councillors 

FX01 6001 002002 

Water Distribution - Urban Water 

238_B2 

Retie. Maintenance - Unplanned Maintenance - Material 

l&TS 

1 621 700 

1 678 700 

1 771 000 

All Wards 

HLELA S 

All Councillors 

FX01 6001 002002 

Water Distribution - Urban Water 

238_B4 

Retie. Maintenance - Unplanned Maintenance - Contracted Services 

l&TS 

3 500 000 

3 500 000 

3 692 500 

All Wards 

HLELA S 

All Councillors 


56 444 200 

62 518 200 

86 720 200 
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